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Health Certificate Aeron È iaa bgi 


Novel Coronavirus test 2019 Aaiuall Lig 9S ogy aua Gren 


This certificate has been granted to the person upon their personal 
request to whom it may concern and MOH is not responsible for any 
consequences resulting from this 


Full Name | osagt p Jal! aus 


Gender - Age Male -17 pods) 


Registration No. 154837 aubuil! a 


Passport / ID No. 00923882 Agis ail ätas 5) gall ad) 


Date of report 24- July-2022 iail ual QU 


Nationality IRQ Levene) 


Aas) Lain Aud) ge gl 19 2h 9S Ga yay glia) atc (pied Y Awad! Aq ill 
apial) Lig 5S Cag yal Alaa) Ga pally ilil Alay) (pied dua gall, 
pall gl anall (yaad ga cose pall Gey Lill g Ayal) Abad) Jas) cas 


SWAB test (2019-nCoV) (2019-nCOV) 424 yaad 
oa yal gaai ai af oel adil) iaa o) S93 
(Covid-19) 444: ( real time-PCR ) 
AMS aual iaaii ogy 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 


Negative Glas. 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen „and the 
concentration was lower than the sensitivity of the kit 


scan the Qr code by mobile camera app to check report validity aS J gS enue age GS yy Äi iaa Cpe iail 5 palsi) ighas aiia 


Travel date changes is not out responsibility E z USN goua Cial dual) elga å AI 


Director ate ea sa Authorization 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 


